or Mr._Stanley about this incident and they did not know
about it.  After the second incident on or about November 18,
1982, he told Mr. Stanley about it.  Mr. Stanley told him
in no uncertain terms that he was not to go under any roof
which he considered to be in an unsafe condition.  Mr. Stanley
also advised him that at no time would he ever be in trouble
for not going under any unsafe condition (Tr. 65) .

In response to further questions, Mr. Henderson testified
as follows <Tr. 66-70:

Q.  So the first time you ever complained
to any official at the quarry, either your
superintendent or his superior, about the problem,
the responses were, "Don't go under anything
that you consider to be an unsafe condition,
and I'll come up right away and take a look at
it with you?"

A.  No, that's what Mr. Stanley said.  Mr. Feathers
didn't say anything.

Q.  Mr. Feathers said, "I'll be right up and
look at it," didn't he?

A.  No, he didn't say that.

Q.  He came right up and looked at it, didn't he?

A. It was later, about two hours later, that
afternoon. He said, "Let's go take a look at
it," and that's what we done.

Q.  And at that time, as far as you.were concerned,
the condition was not unsafe, was it?

A.  Yes, I was pretty scared then.

Q. I didn't ask you whether you were scared.
I asked you if it was an unsafe condition.

A.  Out there then, after the second time?
Yes, I would consider it.

Q. Did you take a bar and try to pry it down
to see if any rock came down?

A.  Yes.

Q.  Did any rock come down?

A.  No.e denied that
